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sufficiently expressed the dependence on temperature, though there
were slight variations with variation of frequency.

With solutions of small conductivity the refractive index was
nearly the same as for water, but as the conductivity increased,
the value of the refractive index decidedly decreased. For details
the reader may consult the original papers.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